INBOUND 


FRANKLIN LINE 


MONDAY AND FRIDAY 


EFFECTIVE 04/30/2001 


READ DOWN 


Dep: Forge Park/495 
Franklin/Dean Coll. 
Norfolk 

Walpole 
Plimptonville 
Windsor Gardens 


Norwood Central 
Norwood Depot 
Islington 

Dedham Corp. Ctr. 
Endicott 

Readville 


Hyde Park 
Ruggles 

Back Bay 

Arr: South Station 


Dep: South Station 
Back Bay 

Ruggles 

Hyde Park 


Readville 


Endicott 

Dedham Corp. Ctr. 
Islington 

Norwood Depot 
Norwood Central 


Windsor Gardens 
Plimptonville 
Walpole 

Norfolk 

Franklin / Dean 
Forge Park/495 


SYMBOLS L: Regular stop to discharge or pick up passengers but train may leave ahead of schedule. 


NOTE: FOR COMPLETE SERVICE AT HYDE PARK AND READVILLE, SEE ALSO ATTLEBORO/STOUGHTON 


SCHEDULE AND FAIRMOUNT SCHEDULE. 


July 4 and New Years Eve 
contact Customer Service for 
service updates at 1-617-222-3200. 


HOLIDAYS 
SATURDAY SERVICE SUNDAY SERVICE 
Presidents' Day Memorial Day 
Independence Day Labor Day ¢ Thanksgiving Day 


New Years Day Christmas Day ¢ New Year's Day 


